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The number of branches and banking offices of the Bank of France has been increased from time to time, until the total number at the close of 1907 was 467. The number in 1894 was 249. The number of employees, which at Paris was 1074 in 1894, rose in 1907 to 1300, while at the branches the increase was from 1258 to 1636. The dividends paid in 1907 were 175 francs per share, to 29,485 separate shareholders.
